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HARYANA GOVT GAZ ., JUNE 10 , 1969 (JYST. 20 , 1891 SAKA ) 


(PART I 


No, 2054 - IRR and EL -69 / 14068 .-_ Whereas it appears to the Governor of Haryana that land is required 
to be taken by Government, on the public expense , namely , for the construction of 22 K.V.:Grid Sub - Station at 
Hodel, by the Haryana State Electricity Board , ir is hereby declared that the land described in the specification 
below is required for the above purpose. 


This declaration is made under the provisions of section 6 of the Land Acquisition Act , 1894 , to all whom 
it may concern and under the provisions of section 7 of the said Act, the Land Acquisition Collector, Haryana 
State Electricity Board , Chandigarh , is hereby directed 10 lake order for the acquisition of the said land . 


Plans of the land may be inspected in the offices of the Collector of Gurgaon District , the Land Acquisition 
Collector, Haryana State Electricity Board , Chandigarh and of the Executive Engineer, Ballabgarh Division , 
Haryana State Electricity Board , Ballabgarh . 


HI 


SPECIFICATION 


District 


Tehsil 


Locality / Village and Hadbast. 

No. 


Area 

n 
Acres 


Description of Area /Khasra Nos. 


A K M. 


Gurgaon 


Palwal 


Hodel, Pani Indra , Hadbast 
No. 93 


4 6 15 740 , 739 , 741, 742 , 743 , 751. 750 , 
( 4.84 749 , 748 , 752 
Acres ) 


# 


ORDER 
The 2nd June . 1969 


1 


No. 1886-2Irr . & EL - 69/ 15105 .-- In partial modification of Punjab Government order No. 3199-EL 
60/15676 , dated 13th June, 1960 , and in exercise of the powers conferred by sub- rule (2) of rule 7 of the Indian Electri 
city Rules, 1956 , and all other powers enabling him in this behalf , the Governor ofHaryana is pleased to make the 
following amendments, namely : 


1 


AMENDMENTS 


In the said order, the scales A to I shall be substituted as under : 


" SCHEDULE 


Scale A 


.. 


3 


For an inspection , examination or test of any generating Station receiving station or other place in which 
energy is generated , transferred or distributed at a pressure of 100 Volts or more : 


. 


1. Low , Medium and High Pressure installations - 


3 
: 


For each installation of capacity : 


. 


Rs 


(1) Up to and including 25 KVA 


30 


- 


! 


( ii ) Exceeding 25 KVA but not exceeding 50 KVA 


60 


-- 


(iii) Exceeding 50 KVA but not exceeding 100 KVA 


80 


. 


. 


(iv ) Exceeding 100 KVA but not exceeding 250 KVA 


150 


: 


(v ) Exceeding 250 KVA but not exceeding 500 KVA 


2252 


:) 


-- 


( vi) Exceeding 500 KVA but not exceeding 750 KVA 


300 


(vii ) Exceeding 750 KVA but not exceeding 1,000 KVA 


350 


1: 


1 


-- 


(viii ) Exceeding 1,000 KVA 


.. 


400 


2. Extra High Tension installations for each installation of capacity : 


(i) Up to and including 5,000 KVA 


75 


: 


1 


( ii ) for every additional 5,000 KVA or a part thereof 


150 


in case of generating station or other places in which energy is generated , the fee shall be paid by the 
Licensce or the person generating energy , while in the case of a receiving station , the fee shall be 
paid by the owners. 


2 
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Scalc B 


1. For the inspection , examination or test of High Pressure up to 33 KV including any medium or Low 
Pressure Lines carried on the same supports : 


Rs 


6 ) For a line up ly and including a lengib vf one kilometer 


25 


ار) 


( ii) For every additional length of one kilometer of the liuc or a part thereof 
(iii) For every alterativo or replacement in au installation without increasing the capacity 

of the same 


25 


2. For the juspection , examinatiou or lest of Extra High Pressure Lines, i.e., Lines 
working on a normal pressure above 33 KV : 


) For a line up to and including a length of 10 kilometer 


Ks 
100 


(ii) For every additional length of one kilonieter of thc line or a part thercol 


10 


The fee shall be paid by the License or the Owner of the Line. 


Scale C 


For ao inspection , examiuation or test of local distribution system : --- 
(a ) For the local distributivo system of a lown being a towe having a local authority 
(6 ) For the augmentation of the local distribution system of a town including sub -mains 

and service lines 


Rs 
75 


40 


(c ) for the local distribution system of a village 

40 
The fee shall be paid by the Licensee or the owner of the local distribution system as the case may be . 


Scale D 


Foi ag iuspection , examination or test of consumers installations where everes is or is about 10 bo 
supplied or used at medium or high pressure : 


For each installation of capacity 


RS 


(i) Up to and including 25 KVA 


30 


80 


(ii ) Excecding 25 KVA but not exceeding 50 KVA 
( iii ) Exceeding S0 KVA but uot exceeding 100 KVA 
(iv ) liscending 100 KVA but not exceeding 500 KVA 
(v ) Excixding 300 KVA but not exceeding 1.00 KVA 


5 


350 


(vi) Exceeding 1,000 KVA 


400 


Scale E 


For every inspecL or subsequent inspsction , examination or test of an electric installation necessitaled 
by the neglect or failure of the licenses or the over to comply with ibe relevant provisions of the Indian Elec 
tricity Act, 1910 or the rules made thereunder for : 


(i) Low Pressure justallations 


R. 
25 


tii ) Medium Pressure installations 


30 


( ii ) High Pressure installatious 


. 


40 


( iv ) Extra High Pressure installations 


SO 


The fee shall be paid by the owner of the Blectrical Installation . 


Scale F 

Rs 
For au juspection aod issue of a cortificate under rule 82(3 ) of the Indian Electricity Rules, 1956 30 

The fee sball be paid by the per309 who proposes tu erect a new building ur üll outure or ll make any 
addition or alteration in or upon any building or a structure. 
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Scale G 


.. 


for the testing of energy meters of every capacity . 


For testing single phase meters of every capacity : 


.. 


11 


(i) Up to and including 50 amps . 


Rs 
15 


- 


( i) above 50 amps. 


20 


1 


F 


. 


! 


2. For testing Poly phase meters of any capacity :-- 

Rs 
(i) Up to and including 30 amps. 

30 
( ii) above 50 amps. 

40 
3. Il a meter is to be tested on the consumers premises double the amount of the fees prescribed in clause I 
and shall be charged . 


= 


The fee shall be paid by the owner of the meter. 


: 


Scale H 


For making a pressure test on the applicaot s premises in l espect of : 


RS 
30 


( 1) Low Pressure listallations 


(ii) Mediuin Pressure Installations 


40 


(ii) High Pressure Installativus 


150 


--- 


The fee shall be paid by the person making the application . 


1: 


Scale I 


1. For giving a decision on an appeal under rule oti ) of the Indian Electricity Rules, 1956 in respect of : 


!! 


. 


RS 


(0 ) Low Pressure Installation 


( ii) Medjuin Pressure Installation 


15 


--- 


( iii) High Pressure Installation 


25 


2. For giving a decision on an appeal under rule 52 (i) of the Indian Electricity Rules. 1956 in respect of : 


Rs 
30 


(i) Low Pressure Installation 


11 


ii ) Medium Pressure Installation 


!) . 


= 


(ii) High Pressure Installation 


50 


The fee shall be paid by the persons preferring the application . 


! 


Scale J 


For deciding any case of dillcrunce or dispute referred to the Inspector arising under section 21 (4), 26 (4 ) 
or 26 (6 ) or clause V (2 ) and vi( 34 of the Schedule of the Indian Electricity Act, 1910 - 


Rs 50 in each case . 


I. 


Provided that in th : Citsu ot Jillurones or dispuis referred tv th : Electrical Inspector for being decided , 
prescribed fee under scule G would be leviablz iu additivi , il th : testing of th : 3.111 ; 11 ty b : 11 Jeessary for giving the 
decision . 


! 


No. 1886-2- Irr. CL -69; 15126. - In partial modification of Punjab Government order No. 9899 - EL - 591 
29949. datud mud February, 1969 and in pursuance of the provisions of rule 46 of the Indian Llectricity Rules . 1956 
and all other powers enabling him in this beball , the Governor of Haryana is pleased to make the 

following 
amendments, namely :-- 


11 


AMENDMENTS 


! 


1 


- 


To the said urdur . para ? shall be substitut d as under :-- 


* (2 ) For inspection and testing of every medium and High presure installation of the capacity : 


1 


-- 


Rs 
10 


ü Up to and including 10 KWS 


ܕf 


- 


-- 


it 
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( ii) Exceeding 10 Kilowats but not exceeding 25 Kilowats 


Rs 
20 


( iii) Exceeding 25 Kilowats but not exceeding 50 Kilowats 


40 


SO 


(iv ) Exceeding 50 Kilowats but not excoeding 100 Kilowats 
(v ) Exceeding 100 Kilowats but not exceeding 500 Kilowatt 


100 


( vi) Exceeding 500 Kilowats but not exceeding 1,000 Kilowats 


200 


(vii ) Exceeding 1,000 Kilowats 


250 


Provided that one-half of the fees charged for initial inspection and testing shall be charged iu case the 
second or subsequent inspection is necessitated as a result of the initial inspection . 


No. 1886-2Irr . & E1-69 / 15130 . In partialmodification of Punjab Government order No. 133-4EL-62 / 
22977 , dated 17th September, 1962, and in exercise of the powers conferred by rule 133 of the Indian Electricity 
Rules, 1956 and all other powers enabling him in this behalf, the Governor of Haryana is pleased to make the follow 
ing amendments, namely : -- 


AMENDMENTS 


1. In the said order in clause 21(2) the words “ a fee of rupees fifteen " shall be substituted by the words 
" a fee of rupees twenty - five " . 


2. In clause 27 the words " u late fee of rupees tifteen shall be substituted by the words " a late fee of 
rupees twenty -five " . 


3. lu the said order , clause 30 and clause 49 shall be substituted as uuder : 


" Clause 30 


Fees on the scale prescribed below shall be charged for the issuing of certificate of Competency to Suprer 
visors and the Licenses to Electrical Contractors 

Rs 


© Supervisors Examination 


30 


10 


( ii) Issuing Competency Certificate on the result of the Examination 
( iii) For rechecking of totals of marks in written papers on the request of the candidate 
(iv ) Certificate to candidates who are exempted from the Supervisors examination 


10 


25 


(v ) Duplicate copy of the exemption Certificato 


15 


( vi) Annual renewal fee of Supervisor s Competcocy Certificales 


10 


( vii) Duplicate copy of the Supervisors Certificate 


15 


Contractor Liceuce .... 

A Class 
( a ) Initial fee 


150 


( b ) Annual renewal fee 


50 


B Class 
( a ) Toitial fec 


50 


(b ) Annual renewal fee 


20 


Clause 49 


4. The scale of lees payable by the candidates for Wiremen s examination and for rhe issuing of perinits 


farq thuse candidates who are exempted from appearing in each examination shall be as under : 


Rs 


20 


(i) Examination fee for A Class Wireman 
(ii) For examination fee for ‘ B : Class Wireman 


15 


( iii ) For issue of wireman A and B Class permit 


5 


(iv ) For issue of permit to a candidate who is exeinpted from A or B Class wireman 

examination for issuing a deuplicate permit 


10 


(v ) Annual renewal fee for A and B Class permit 


3 


5. In Clause 51 (1 ) the words " a l ee of Rs 7 " shall be substituted a fee of Rs 8 ” . 


B. L. AHUJA , Secy . 


